CONGRATULATIONS 


You’re now the proud owner of a gaming mouse that can perform all those core functions at the touch of a button - all without needing to 
install drivers. It doesn’t matter whether you’re a right or left-hander, this mouse gives you total freedom. Once plugged in, every function is 
available for use - regardless of whether you use a Mac® or Windows® PC. 


Hardware-based configuration mode 

No long-winded driver configuration means no 
stress. The ROCCAT™ Kova can be adjusted 
to suit your needs at the press of a button - 
and all completely driverlessly. 

The 5(+2) mouse buttons are preconfigured 
with the most important functions for any 
software application or game. 


ROCCAT 1 ^ Griptech side areas 

Despite its compactness, the ROCCAT™ Kova 
features special Griptech side areas for left 
and right-handers alike. These stabilize mouse 
handling and boost grip in particularly heated 
gaming situations. Along with the Griptech 
side areas, the mousewheel also features 
a non-slip coating. 


Customizable light system 

Here too you can change colors or the light 
effect in a second. Get your ROCCAT™ Kova 
to light up in a variety of legendary colors. 

The discreetly integrated LEDs on the sides 
of the mouse cast an atmospheric aura over 
the desktop, particularly when you activate 
the 'breathing 1 function. 



SPECIFICATIONS 


ORGANIZE YOUR DESKTOP WITH ROCCAT™ SDMS 

MORE INFO ON WWW.ROCCAT.ORG/SDMS 
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CONNECT TO COMPUTER (USB) 


CHANGE LIGHT EFFECT 


CHANGE DPI 


CHANGE BREATHING MODE 


CHANGE COLOR 




SM//7CH HAND MODE 
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PRESS 4 + 6 DURUMC PLUCUM = Change hand mode from right- to 

left-handed and vice versa 


PRESS 4 + 6 = Setting the light effect to 'breathing’, 
full or no illumination 


PRESS 5+7 = Setting the resolution to 400, 800, 
1600 or 3200 dpi 


PRESS 4+7 = Setting the 'breathing 1 mode to change 
color after one, two or three 'breaths’, 
or holding the color after each ‘breath’ 


PRESS 5 + 6 = Switching from one color to another 


STANDARD BUTTONS (right-handed mode] 


7 = Left Mouse-Button 

2 = Right Mouse-Button 

3 = Third Button + Universal Scroll 

4 = Browser - Forward 

5 = Browser - Backward 
£ = Combination Button 
7 = Combination Button 



Plug the ROCCAT™ Kova’s USB connector into any 
free USB port. 

Press buttons 4+6 at the same time when plugging it 
in to switch between right and left-handed mode. 

Default button configuration [right-handed mode) 

Setting the light effect to ‘breathing’，full or no 
illumination. 

Setting the resolution to 400, 800,1600 or 3200 dpi 

Setting the 'breathing' mode to change color after one, 
two or three ‘breaths’，or holding the color after each 
'breath*. 

Switching from one color to another 


Forbind ROCCAT™ Kova‘s USB-stik med et ledigt 
USB-interface. 

Tryk samtidigt tasterne 4 + 6 for at skifte mellem 
venstre- og hejrehandet-modus. 

Standard tastaturlayout (hejrehands-modus) 

Indstilling af lyseffekten mellem ,,Breathing", fuld og 
deaktiveret belysning. 

Dpi-indstillinger mellem 400, 800, 1 600 og 3200 

Indstilling af „Breathing“-modus mellem farveaendringen 
efter et, to, tre „Breaths “ eller bibeholde farven efter 
hvert „Breath“. 

Indstilling af farverne. 


1. Verbinde den USB-Stecker der ROCCAT™ Kova mit einer 
freien USB-Schnittstelle. 

2. Driicke Taste 4 + 6 beim Anstecken gleichzeitig, um 
zwischen Rechts- und Linkshander-Modus zu wechseln. 

3. Standardtastenbelegung (Rechtshander-Modus) 

4. Einstellung des Lichteffektes zwischen ..Breathing 11 , 
voller oder abgeschalteter Beleuchtung. 

5. Dpi-Einsteliungen zwischen 400, 800, 1600 und 3200 

6. Einstellungen des „Breathing“-Modus zwischen Farb- 
anderung nach einem, zwei, drei ..Breaths" oder die 
Farbe nach jedem ..Breath 1 ' beibehalten. 

7. Einstellung der Farben 


IrTH 


1. BcTaBb USB-iuTeKep ROCCAT™ Kova b CBo6oAHbm 
USB-nopT. 

2. OAHOBpeMeHHO Ha>KMM KHonKM 4 + 6 npM noACoeAMHeHMM, 
HTo6bi ocymecTBMTb nepexoA Mex<Ay pex<MMaMM Ann 
npaBmeM m neBiueM. 

3. CTaHAapTHan pacxfiaAKa KnaBMaTypbi (pe>KMM Ann npaBiueM) 

4. HacTpoiiKa CBeTOBbix 3 中中 eKTOB: pe 漏 m „Breathing “ 
(AbixaHMe), pe>KMMbi nonHoro ocBeiMeHMn m 6e3 ocBeiueHMn. 

5. PerynupoBaHne dpi Me>KAy 3HaneHMnMM 400, 800, 1600 m 
3200 

6. HacTpoiiKa pe>KMMa ocBeuieHiin ， ,Breathing“ - M3MeHeHiie 
UBeTa nocne oflHoro, flByx, Tpex „Breaths ‘‘ mjim coxpaHeHMe 
UBeTa nocne Ka>Kfloro „Breath‘‘. 

7. HacTpoiiKa MBeTOB. 


1. Enchufa el conector USB del ROCCAT™ Kova a un 
puerto libre USB. 

2. Al mismo tiempo que conectas pulsa los botones 4 + 6 
para elegir entre los modos para diestros o zurdos. 

3. Asignacion de botones estandar (para diestros) 

4. Ajustes de los efectos luminosos entre "breathing' 
pleno o desconexion de la iluminacion. 

5. Configuracion dpi entre 400, 800, 1600 y 3200 

6. Para ajustar el modo "breathing" entre cambios de color, 
tras uno, dos o tres "breaths" o para conservar el color 
tras cada “breath”. 

7. Ajuste de los colores. 
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1. Podt^cz wtyk USB ROCCAT™ Kova do wolnego portu USB. 

2. Podczas podt^czania nacisnij jednoczesnie przyciski 4 i 6, 
by wybrac mi^dzy trybem dla osob prawo- i lewor 空 cznych. 

3. Standardowy uktad przyciskow (tryb dla osob 
prawor^cznych) 

4. Ustawienie efektow swietlnych mi^dzy „ Breathing 
petnym i wy^czonym podswietleniem. 

5. Ustawienie rozdzielczosci mi 空 dzy 400, 800, 1600 lub 3200 dpi. 

6. Ustawienie trybu „ Breathing ，, - zmiana koloru po jednym, 
dwoch lub trzech „Breaths” oddechach lub bez zmiany 
„Breath” koloru. 

7. Ustawienie kolorow. 


1. Rene la fiche USB de ROCCAT™ Kova a une prise 
USB libre. 

2. Appuie simultanement sur les boutons 4 + 6 lors du 
branchement pour commuter entre les modes droit 旧 r 
et gauchen. 

3. Affectation standard des boutons (mode droitien] 

4. Reglage de I'effet lumineux : « breathing », eclairage 
total ou eteint 

5. Reglages ppp : 400, 800, 1 600 et 3 200 

6. Reglages du mode « breathing » : changement de couleur 
apres une, deux ou trois respirations (« breaths »J ou 
conserver la couleur apres chaque « breath ». 

7. Reglage des couleurs 
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1. ROCCAT™ Kova cihazimn USB fi§ini bo§ bir USB 
arabirimine tak. 

2. Sag ve sol elini kullanma moduna gegi§ yapmak igin, 
takarken 4 + 6 tu§una aym anda bas. 

3. Standart tu§ atamasi (sag elini kullanma modu) 

4. I§ik efektini aydinlatma ，， Breathing “， tam veya kapali 
modundayken ayarlama. 

5. Dpi ayarlari 400, 800, 1600 ile 3200 arasinda 

6. Bir, iki, iig „Breaths “ i§leminden sonra renk degi§tirme 
arasinda „Breathing “ moduna gegme veya her „Breath “ 
i§leminden sonra rengi muhafaza etme ayarlari. 

7. Renklerin ayan. 


1. Lnta Roccat™ Kovan USB-pistoke vapaaseen USB- 
liitantaan. 

2. Vaihda oikea- ja vasenkatisen tilan valilla painamalla 
liittaessasi samanaikaisesti paimkkeita 4 + 6. 

3. Vakionappainasettelu (oikeakatinen tila) 

4. Valotehosteen asetus valilla ” Breathing' taysi valaistus 
tai valaistus pois paalta. 

5. Dpi-asetukset valilla 400, 800, 1600 ja 3200 

6. ,, Bneathing ,, -tilan asetukset varimuutoksella yhden, 
kahden, .kolmen ,, Breaths ,, -henkayksen valilla tai varin 
sailyttaminen jokaisen "Breath" jalkeen. 

7. Varien asetus. 




1. Koppla ROCCAT™ Kovas USB-kontakt till en ledig 
USB-port. 

2. Tryck pa knapp 4 + 6 samtidigt nar du sticker in 
kontakten for att vaxla mellan laget for vanster- och 
hogerhanta. 

3. Standardbelaggning (lage for hogerhanta) 

4. Ljusinstallning - breathing, full belysning och avstangd 
belysning. 

5. Dpi-installningar - 400, 800, 1600 och 3200 

6. Installning av "Breathing” med fargandring efter en, 
tva, tre ” Breaths” eller bibehallen farg efter varje 

” Breath”. 

7. Farginstallning. 


































































































